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taken, it is easy to calculate the amount equal to that in
the whole 100 c.c.    The amount of cuprie chloride present

in the original 100 c.c. beinj* known, and that new* present
being ascertained, the difference between the two quantities

is the amount of CuCL, removed as hydrated  from  the*
solution.     Its equivalent of CaO, If,/)  can  therefore be*

calculated.

The reaction is represented by the formula ; .....

Cud, 2lU.)4-CaH,0,,- CuH.,0,,-K:aC:i, + 2H..O.

